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INFO OCT-OI ISO-00 EB-07 /020 W 

II1439Z 016328/45 

PR 1II2I7ZMAY 77 
FM AMEMBASSY MOSCOW 
TO USDOC WASHDC PRIORITY 
INFO SECSTATE WASHDC 7229 
AMEMBASSY VIENNA 

UNCLAS SECTION 1 OF 2 MOSCOW 6455 

BEWT/TDAD (P. VERZARIU, D. BOWIE) 

VIENNA FOR VONTILLIUS 

E. O. 11652: N/A 
TAGS: BEXP, UR 

SUBJECT: TRADE LEADS OBTAINED AT TASHKENT CATALOGUE SHOW 

1. DURING BEWT' CATALOGUE SHOW AT "MEDIZINSKAYA APPARATURA 77" 

HELD IN TASHKENT, MARCH 3 1 - APRIL 1 1 , ALL CATALOGUES RECEIVED 
BY THE 85 PARTICIPATING COMPANIES WERE DISTRIBUTED TO 
INTERESTED END-USERS. AS OFTEN HAPPENS DURING THESE EVENTS, 

SOME PRODUCTS AND/OR COMPANIES ARE NOT PROMOTED FOR VARIOUS 
REASONS, OR NOT ENOUGH BROCHURES ARE SENT BY PARTICIPATING 
COMPANIES. 

2. THE TRADE LEADS WHICH FOLLOW WERE THEREFORE RECEIVED UNDER 
THE ABOVE CONDITIONS. WHILE SOME COMPANY NAMES WERE SPECIFICALLY 
MENTIONED, MAJORITY ARE ONLY CATEGORIES OF EQUIPMENT IN WHICH 
THERE WAS GENERAL INTEREST. 

3. LIST OF TRADE LEADS: 

A. EQUIPMENT EOR INTENSIVE CARE UNITS (SIMULTANEOUS DIAGNOSIS 
OF EIGHT PATIENTS): 

UNCLASSIFIED 

UNCLASSIFIED 
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(1) DR. I. A. TOLCHENOV 
DEPUTY CHIEE DOCTOR 
SEMASKO HOSPITAL 
GORKY, RSFSR 

(2) MRS. NEKRASOVA 
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CENTRAL HOSPITAL 
ADMINISTRATION LOR INTENSIVE CARE 
LUNARCHARSKOE SHOSSE 417 
TASHKENT, USSR 

(3) MR. P. NUPMUKHAMEDOV 
TASHMI 

2ND MEDICAL EACILITY 
TASHKENT, USSR 

B. SURGICAL INSTRUMENTS: 

(1) MR. U. NIDIEV 

KIRGOS MEDICAL INSTITUTE 
FRUNZE, USSR 

C. BIOCHEMICAL TESTING EQUIPMENT: 

(1) MR. P. NUPMUKHAMEDOV 
TASHMI 

2ND MEDICAL FACILITY 
TASHKENT, USSR 

D. ANESTHESIA EQUIPMENT: 

(1) MRS. NEKRASOVA 
CENTRAL HOSPITAL 
ADMINISTRATION FOR INTENSIVE CARE 
LUNARCHARSKOE SHOSSE 417 
TASHKENT, USSR 

(2) MR. S.A. MUKHAMEDOF 
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HEAD OF ANESTHESIA DEPARTMENT OF CLINICAL HOSPITAL 
PERVOMAYSKAYA STR. 31 
ASHKHABAD TURKMEN SSR 

3. RADIOISOTOPIC DIAGNOSTIC EQUIPMENT: 

(1) DR. O.S. DISAEV 
TASHNI 

DEPARTMENT OF SURGERY 
TASHKENT 

(2) MRS. O. E. SHLYGINA 
RADIOLOGY LABORATORY 
CLINICAL HOSPITAL 
LENINA STR I25A 
ALMA-ATA 

F. COMPUTERIZED X-RAY, TOMOGRAPHY, MAMMOGRAPHY AND ANGEOGRAPHY 
EQUIPMENT: 
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(1) MR. R.G. MANIN 
MINISTRY OF HEALTH 
MOSCOW 
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VIENNA FOR VONTILLIUS 

(2) MR. K.B. TIKHONOV 

TSNIIRI 

PESOCHNY 2 

LENINGRADSKAYA STR 76 
LENINGRAD 

G. TREADMILLS (QUINTON CO. AND OTHERS): 


(1) MR. YAROTSKIY 
INSTITUKTE OF PHYSICAL CULTURE 
PROLETARSKAYA STR 33 
TASHKENT 

(2) MR. M. B. FRANK 

HEAD, PHYSICAL CULTURE DEPARTMENT 

9 AYIZARYA STR 126 

TASHKENT 

(3) MR. 1. A. KOSHDAKHTIEV 
HEAD OF DEPARTMENT 
UNCLASSIFIED 


Margaret P. Grafeid Deciassified/Reieased US Department of State EO Systematic Review 22 May 2009 



Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 22 May 2009 

UNCLASSIFIED 

PAGE 02 MOSCOW 06455 02 OF 02 III449Z 

STATE INSTITUTE OF PHYSICAL CULTURE 

PROLETARSKAYA STR 33 

TASHKENT 

H. CARE OF PREMATURE BIRTHS: 

(1) MRS. L. P. EDLINA 
INSTITUTE OE REFRESHING 
PETROVA STR. 51 
TASHKENT 

I. CARDIOVERTERS (AMERICAN OPTICAL CO. AND OTHERS) 

(1)DR. C. ZMKOSTKO 

SCIENCE SECRETARY 

KATSENOVICH P. A., DIRECTOR 

MASSIV TASHMILY Nil CARDIOLOGY 

CARDIOLOGY INSTITUTE 

TASHGOSMI 

TASHKENT 

J. ELECTROPHORESIS EQUIPMENT (MICHIGAN MEDICAL & OTHERSGLC 

(1) MR. S. M. BAKHRAMOV 
DEPUTY DIRECTOR 
INSTITUTE OE GEMOTOLOGY 
RUSTAVELY STR 138 
TASHKENT 59 

K. LIQUID CHROMATOGRAPHY (WATERS ASSOC. & OTHERS): 

(1) MR. A. B. FAGTAKHOVICH 
INSTITUTE OE CHEMISTRY 
GSP GORKY STR. 77 
TASHKENT 

UNCLASSIFIED 
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L. CENTRIFUGES, BLOOD FLOW METERS: 

(1)MR. M. A. BOBYK 
ACADEMY OF SCIENCE 
INSTITUTE OE CHEMISTRY 
PUSCHINO 

M. FUNCTIONAL DIAGNOSTIC CARDIAC MONITORING EQUIPMENT: 
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(1) MR. M. I. VERESCHAGIN 
2 ZHUKOVSKIY PR. 15 
TASHKENT 47 

N. TESTING EQUIPMENT EOR HORMONIAL BACKGROUND: 

(1) MRS. G. D. MAMAEVA 
DEPARTMENT OE ENDOCRINOLOGY 
KHOREZMSKAYA OBL. 

4. ACTION REQUESTED: (1) CONTACT THOSE COMPANIES SPECIEICALLY 
MENTIONED, (2) CONTACT LEADING PRODUCERS OE EQUIPMENT WHOSE NAMES 
ARE NOT SPECIFICALLY MENTIONED, AND (3) HAVE ALL SEND AT LEAST 
TEN COPIES OE BROCHURES (AND EXPORT PRICE LISTS IE AVAILABLE) 

ASAP TO DEPUTY DIRECTOR, USCO, AMERICAN EMBASSY, MOSCOW, APO 
NEW YORK 09862 (MARK P.A.L. ON PACKAGE). 

TOON 
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